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Conference  Calendar 


Title  of  Meeting 

Location 

Date 

Further  Information  from: 

Third  Grove  Fuel 

Cell  Symposium 

London, 

UK 

September  28- 
October  1, 

1993 

Kay  Russell, 

Conference  Department, 

Elsevier  Science  Publishers  Ltd, 
Mayfield  House, 

256  Banbuiy  Road, 

Oxford  0X2  7DH,  UK 

Tel:  +44  (0)  865  512242 

Fax:  +44  (0)  865  310981 

5th  International  Seminar  on 
Battery  Waste  Management 

Deerfield  Beach, 
FL,  USA 

November  1-3, 
1993 

Dr  S.  P.  Wolsfcy, 

1900  Cocoanut  Road, 

Boca  Raton,  FL  33432,  USA 

Tel:  (407)  391-3544 

Fax:  (407)  750-1367 

Third  International  Seminar  on 
Double  Layer  Capacitors  and 
Similar  Energy  Storage  Systems 

Deerfield  Beach, 
FL,  USA 

December  6-8, 
1993 

Dr  S.  P.  Wolsky, 

1900  Cocoanut  Road, 

Boca  Raton.  FL  33432,  USA 

Tel:  (407)  391-3544 

Fax:  (407)  750-1367 

Lithium  Batteries 

Boston,  MA, 

USA 

May  15-20, 

Dr  H.  Frank  Gibbard, 

Duracell  Inc., 

New  Products  and  Technlogy 
Division, 

Duracell  Worldwide  Technology 
Center, 

37  A  Street, 

Needham,  MA  02194,  USA 

Erratum 

Journal  of  Power  Sources,  41  (1993)  263-276 

Positive  electrode  for  galvanic  cells  prepared  by 
anodization  of  Cr03-graphite  intercalation  compounds 
in  aqueous  sulfuric  acid 


J.M.  Skowronski*  and  K.  Jurewicz 

Institute  of  Chemistry  and  Applied  Electrochemistry,  Technical  University  of  Poznan, 
ul.  Piotrowo  3,  60-965  Poznan  (Poland) 


In  the  reference  list  on  pages  275-276  of  the  above-mentioned  paper  the  journal 
cited  in  references  1,  3,  20,  21,  26,  34,  37  and  39,  should  have  been  Synth.  Met.  and 
not  Synth.  Methods.  The  Publishers  sincerely  regret  this  error  and  any  confusion  thereby 
caused. 
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